ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


FB 2 / ASSIGNED VEHICLE #2 
11-9-15 

WISSMAN #147 

MOONEY # 124 


SUPERVISOR SGT. COOGLE 


1200- 
1230 


1240- 
1250 


1300- 
1320 


1325- 
1335 


1350- 
1400 


1410- 
1415 


1515- 
1525 


1600- 


1630 


1645- 
1655 


BRIEFING / ROLL CALL 


BUSINESS CHECK: 1810 CAHUENGA- 711 


CONTACTED STORE EMPLOYEE- JAHR, WHO SAID THERE 
WERE NO INCIDENTS TO REPORT AT THIS TIME. 


FOOT PATROL: 6600 BLK HOLLYWOOD BLVD. 

NO INCIDENTS TO REPORT. 

RADIO CALL: 6564 HOLLYWOOD BLVD.- MAYA SHOES- 
SIDEWALK SITTER. 

DISPATCHED TO LISTED ADDRESS IN REF TO A SUBJECT 
SITTING ON THE SIDEWALK IN FRONT OF THE BUSINESS. 
SUBJECT LEFT PRIOR TO OUR ARRIVAL. 

FOOT PATROL: ECCA ALLEY 

NO INCIDENTS TO REPORT. 

BUSINESS CHECK: 1123 VINE ST 


CHECKED PARKING LOT AND SURROUNDING AREA, NO 
INCIDENTS TO REPORT. 


BACK UP B 2: 6051 HOLLYWOOD BLVD. 
REF. B 2 DAILY LOG. 


CODE 7 


BUSINESS CONTACT : 1747 CAHUENGA- CVS 
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1700- 
1710 


1730- 
1800 


1815- 
1830 
1830- 
1915 


2030 


CONTACTED STORE EMPLOYEE - TRACEY, WHO SAID 
THERE WERE NO INCIDENTS TO REPORT AT THIS TIME. 


BUSINESS CHECK: 1815 CAHUENGA - YUCCA MARKET 


PATROLLED PARKING LOT AND SURROUNDING AREA, NO 
INCIDENTS TO REPORT. 


FOOT PATROL: 6700 BLK HOLLYWOOD 

NO INCIDENTS TO REPORT. 

PREVENTIVE PATROL: CHECKED H&H PARKING 
STRUCTURE. 

NO INCIDENTS TO REPORT. 


ADMIN: BID OFFICE / DAILY LOG 


END OF WATCH 
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